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a screw for displacing the water to render less convex. A thin piece of j^lass is ceme end of the tube, and the inside of the tttbr
Several bushings may be* fitted to the' t tube to reduce the diameter of the drop, ; the magnifyinjLf power of the lens.
Water containing animalcules or a snli crystallization may be placed cm the* tntd
